The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



02/02/12 


David Belger 

Assistant District Attorney, Plymouth County 
Dear ADA David Belger 


Enclosed is t he informatio n you requested in regards to Commonwealth vs. 
|)ab numbeiB^^^H Included are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample # 

3. Analysis sheets with chemist’s hand notations and test results. 


4. 


GC/Mass Spectral analytical data for sample # 



GC/MS testing was performed by Annie Dookhan. All other analyses were performed by 
Lisa Glazer. If you have any questions about these materials, please call me at the number 
below. 


Sincere! 




Jlazer 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 

(617) 983-6632 


Folk OIG PRR 020601 







PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute 

Tel (617) 983-6622 
Fax (617) 983-6625 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 


Amherst Hours 


8:00 - 11:00 
2:00 - 4:00 


DRUG RECEIPT 


9:00-12:00 

1:00-3:00 


City or Department: Brockton Police Department 
Name and Rank of Submitting Officer: DONOHUE,PATRICK S 



_Police Reference No.: 11Q °352A CASE: 

380 DOC # R013778 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


1) PLASTIC BAG UNK WHITE ROCK (QTY: 1) 

(S18388 ) 

Lo Z h-" 







- 

- 
















DRUG POWDER ANALYSIS FORM 





PRELIMINARY TEST RESULTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


DATE 




RESULTS 


MS 

OPERATOR / LJ . 


■±L±_U 


DATE 


mn 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2011\SYSTEM 7\05 

06 11\786505,D 

Operator 

LAG 


Date Acquired 

6 May 2011 15:21 


Sample Name 

BLANK 

Submitted by 
Vial Number 

1 

AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 

Of 


Abundance TIC: 786505.DWata.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


786505.D 


Thu Feb 02 13:33:05 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator : 


Data File: 

F:\Q2-2011\SYSTEM 7\05_06_ll\786506,D 
LAG 

6 May 2011 15:34 

COCAINE STD 

6 

DRUGS . M 
RTE 


Abundance 


TIC: 786506.D\data,ms 

4.6 80 


1000000 


500000 


T 


T~ 


“T 


T 


T 


T~ 


T 1 


I 






Time*-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.680 

1267189 

100,00 

100.00 


786506.D Thu Feb 02 13:33:09 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile; 

F:\Q2-201l\SYSTEM 7\05__06_11 \786506 ,D 
LAG 

6 May 2011 15:34 

COCAINE STD 

6 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 4,68 C: \Database\SLI,L 

COCAINE 


000050-36-2 99 


Abundance Average of 4.849 to 4.855 min.: 786506.D\data,ms (-) 



Abundance #29: COCAINE 



786506.D 


Thu Feb 02 13:33:10 2012 


Page 2 


Folk OIG PRR 020607 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F:\Q2~201l\SYSTEM 7\05_06_ll\786509.D 
LAG 

6 May 2011 16:12 

BLANK 
LAG 
1 

DRUGS.M 
RTE 


Abundance TIC: 7fi6509.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


786509,D Thu Feb 02 13:33:23 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-201l\SYSTEM 7\05_06JLl\786510.D 

Operator ; LAG 

Date Acquired : 6 May 201 1 16;25 

Sample Name ; HHHHHHi 

Submitted by : LAG 

Vial Number : 10 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance 

30D0000 

2000000 j 2.478 

1000000 ' 

,4-kL^.,. 

Time-> 2.00 2.50 3.00 3.50 



Ret. Time 


Area Area % Ratio % 


2.117 166888 2.82 4.91 
2.324 136335 2.31 4.01 
2.478 2204242 37.30 64.79 
4.686 3402364 57.57 100.00 


786510.D Thu Feb 02 13:33:27 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2-201l\SYSTEM 7\05_06_ll\786510 . D 
LAG 

6 May 2011 16:25 


LAG 

10 

DRUGS,M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW JF0X2.L 


PK# RT Library/ID 


CAS# Qual 


2.12 C:\Database\NIST05a,L 

Ecgonidine r methyl ester 127379-24-2 98 
2 -Carbomethoxy-8-methyl- 8-a zabicyc1 04 3021-26-7 96 
1,4-Benzenediol , 2, 3,5 - trimethyl- 000700-13-0 43 


Abundance 

80 

60 

40 

20 

0 


Average of 2.080 to 2.234 min.: 786510.DVdata.ms (-} 

1 $2 


42 


82 


57 


68 


122 


94 


106 


138 


181 


166 


191 


208 


t i n'i i HH^-rp-r-H t Yri-r -t Y f V i - r T T-HH J f-nrT-t J j , ri t » p i i ' t j > ■ > ■ f ' > » ■ t 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200. 210 


Abundance 

80 

60 

40 

20 

0 


#43743: Ecgonidine, methyl ester 

1$2 


122 


106 




181 

138 

klrrTH-4- 

1 166 
L'T"r"r"r~i"l^r~rT" 

| 

T - T -T-y4-i--r~i~r~rT~T~T~T~T~i"r~r~r~r~ 


m/z~> 


j [ I t N j I M E j M ! I | n I I I I I M | I I 1 I | ! ! 

40 60 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


786510 .D 


Thu Feb 02 13:33:28 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2011\SYSTEM 7\Q5_06_ll\786510.D 
LAG 

6 May 2011 16:25 


LAG 

10 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qua! 


2 2.32 C:\Database\NIST05a.L 


Scgonine methyl 

ester 

106293-60-1 

98 

Pseudoecgonine methyl ester 

099189-88-5 

95 

Ecgonine methyl 

ester 

106293”60-1 

95 


Abundance 


Average of 2,276 to 2.366 min,: 78651O.D\data,ms (-) 





40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 


i 

i 


786510,D Thu Feb 02 13:33:28 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\05_06_ll\786510.D 

Operator : LAG 

Date Acquired : 6 May 2011 16:25 

Sample Name : BQKHHBI 

Submitted by : LAG 

Vial Number : 10 

AcquisitionMeth: DRUGS * M 

Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NlST05a,L Minimum Quality: 80 

C:\Database\PMWJTOX2. L 

PK# RT Library/ID CAS# Qual 


3 2.48 C:\Database\NIST05a.L 


Benzoic 

acid, 

4-amino-, 

ethyl 

ester 

000094-09-7 

97 

Benzoic 

acid, 

4-amino-, 

ethyl 

ester 

000094-09-7 

96 

Benzoic 

acid, 

4-amino-, 

ethyl 

ester 

000094-09-7 

96 


Abundance Average of 2,441 to 2,721 min.; 786510.D\data.ms (-) 



786510,D Thu Feb 02 13:33:29 2012 Page 4 
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Area Percent / Library Search Report 


Information from Data File : 

File Name : F:\Q2-201l\SYSTEM 7\05__06_ll\786510 . D 

Operator ; LAG 

Date Acquired : 6 May 201 1 16:25 

Sample Name : 

Submitted by : LAG 

Vial Number : 10 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: SO 

C:\Database\NX8TQ5a.L Minimum Quality: 80 

C: \Databaee\PMW__TOX2 . L 

PK# RT Library/ID CAS# Qual 


4 4,69 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,649 to 4,850 min,: 786610.D\data.ms (-) 

| 8^2 182 



786510.D Thu Feb 02 13:33:29 2012 Page 5 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2~201l\SYSTEM 7\05__06__ll\786523 *D 
LAG 

6 May 2011 19:09 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TfC; 786523>D\data,m$ 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


786523.D Thu Feb 02 13:33:44 2012 


Page l 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File; 

F:\Q2-2011\SYSTEM 7\05_06_ll\786524,D 
LAG 

6 May 2011 19;22 

COCAINE STD 

6 

DRUGS 4 M 
RTE 


Abundance 
1 " 


TIC: 786524,D\data.ms 

4.$81 


1000000 


600000 


Q.L r — | | ._ | — T ... T - r -^ - 1 — ., f —H-p- ! ir — r -| r~rT~ t — i > ^r* t'* i ~ | 1 - vt ' t 111 r r t i [ f i i t | r i i t } i i t * | i i i * j * i i i [ i I'm j-v--r~r~T~j~T~T'r-r 

Time-*? 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.681 

1400322 

100,00 

100.00 


786524.D Thu Feb 02 13:33:49 2012 


Page l 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q2-2Q11\SYSTEM 7\05 06 

11\786524 ,D 


Operator 

LAG 



Date Acquired 

6 May 2011 19:22 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

6 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality: 

: 80 


C:\Database\NIST05a.L 

Minimum Quality: 

: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CAS# Qual 


1 4,68 C:\Database\SLI.L 

COCAINE 


000050 ~3 6 - 2 99 


Abundance 

80 

60 

40 

20 


8’2 


42 


155 68 


Average of 4.649 to 4.850 min.: 786524.D\data,ms (-) 


182 


94 


105 


122 

J. 135 1 ,f If 


198 


272 

208 222 242 260 j 282 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 280 280 


303 

"T"r T l T ■ 


300 


Abundance 

80 

60 

40 

20 

0 


82 


42 


55 68 


#29: COCAINE 


182 


94 


m/z-> 


40 


60 


105 


122 


198 


I I 135 ^6 j I 214 244 

100 120 140 160 180 200 220 240 260 280 


272 
259 i 


303 


. r T^"' 

300 


786524,D Thu Feb 02 13:33:49 2012 


Page 2 
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